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° > o hy wey a Lt. 
ming anc suprnenent in peevious cata *, “he reports agree on ..0 
tyre of installation with wuntoevered canzls an tunnels but iffer 


a 


in tae runber o7 wells, vhieh wns hivner in the previous report. © 


mre 


Tae dimensions re the main rine line conlir: previous assum tions 
that tae instalTtion will be of =r at ioe ortanee for thie industrial 
rlants in the Tirlis area, 


ator Sorks in «uLachavri 


ee 
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Water Works in Bulachauct 
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i Wells MG 
2 Three mair. pipe lines, {I 
90 cm in diameter, 2 km long ane} 
3 Settling plant, 8x8x6 meters, i" 
ferre conerete structura if 
& Uneovered pipe line, a 
350 meters long . t. 
5 Tunnel No. 1, 1 kin Long ai 
& Uncovered pipe line, cof 
1.8 km Long or oe 
7 Pfunnuel No. 5, 350 meters Long : | 
8 PW Cemp No. 7181/4 i 
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iL Eight canals each 
nae “s connecting 10 wells 
foe we 2 Three main pipelines, 
: ¢O em in diameter, 
j 2 ki long, leading to 
i settling plant 
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Cross section of uncovered pipe Line 


Legend: 


1 Cenent base, 15 om thick 
2 Cenent foundation, 25 om high 
3 Concrete pipe with cone-shaped section, 
1.20 meters wide, 1.80 meters high, 
Approved For Releasé 906308/43 °61A-RDP83-00415R010900070008-5 
C0 Hot Dee Ac 


io Pa 
et 27 EN ORE pitta eord agian BOA 


ay 


RAREST? A CREMP AAAS OIE SSB A PEE CURE NO IRE SO SERB De LMNSay rms MTEL Ete 


> EECA TIC, i ae ere ee 25X1A 
aro vea ‘For Beléage Stuzt08rts “Cha 
COUNTRY — nn SIMUELLOEA Mion REPORT NO. 
TOPE... Power Plant Near SUMGATO bees sas Sas 


~25x1A——OC 


COE ARES RS ORALE Ni ETO STE PSR TLR SONNTAG AREA AER NRE Sk ROM ETS A A. AER NETS MAS RE BOK IA... ese mele 


EVALUATION. ..L—-125X1A_ piace opvainep_] 
pareorconrent.[ Cd KIS | 
DATE OBTAINED [Late PREPARED__.._15 Hovember 1949 0 


REFERENCES peaieet entt O  ces tBrh etait Lesnn de ean na de els Badan 


cmarcics MRaagi a 


SE BLE A ZTE ME 


ECT MLR AAT. 


PACES 26S ae VOLOSU RES NOOO chet hat eee es rs 


FE ce eS GS er a re ei ta et ee et gta 


AR AEE AE SEE RCN I SII RT RON 0H ASN OD aL SO RN FN AES FRR I RETIN EA SCHORR TAMA EN MRR CE RL ONE UR LY SREB LORCA RIERA cote ALCON “0H 8 TaD 


OER IE APAPOA NEN EDN RATS: SAKES. DA LE PL RPE ME TORTS TRA ESSA I NIE ES AI I ASE RM IE VE ATE, RCRA AEN A ORC il i AAR AG OEE EA GRRE A FAL ROP IRL jl 1 Da En FA 


25X1X 


So CT RNA ORRIN RAMOS GE EAA Ce REE RACAL IACAE IS Sia nd AT AEN AT A RP A A AO LN ARN te om DL COREE EW POMERANIA SA? hSDN st hei cn embe LmPe ts he PORN ae 6 ese 
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i. gocatton: 
the power plant of SUMGAIT (49°37° B/40°33" N} is located 
abouts La viles Fe eb egae of the tube rolling mill, 
which is under construction, about 1.500 feet from the shore 
of the Caspian Sea, ane 10 miles northwest of BARU. 


é€. Plent Installations: 


"ae power plant has a 240x90x30-foot building, a street and 
cor.crete structrre with four 25-foot iron smokes tac'-s, and 

a «ransformer station. nae construction work was completed in 
thé Summer of 1046. The installation of the power plant 
sterted a shor time before. she firct turbine was put in 
operasion in Gatober 1947. The power plant is Sgeipoed + vith 
four oil turbines and four cenerators. It wa shot when th 


a — sizes | —"] 25xix 
A generator 


I r IIs = Te S Tern part of the 
plent area. It was aot used after the first turbine was out 
in operation. The pover dlant covers an area of about 450x360 
feet and is surzounded by m@-foot wall. Power transmission 
dines raciate fron the plant in the Loilowing directions: 


Cne line running northwest to the airfield (wooden mast¢s) 
Cne line running to SULGAI? (wooden masts) 
Swo lines to the tube rollins mill south of the pover plant 
{trellis masts) 
ine mere line running east ceyond the tovm border o. SULGATD 
end via the oil field was aes construction (trellis masts). 


Cutpuis 40.000 kw, 


Ss 
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a, be new power pront vas copeatedly mentioned in repor’s 
on the tube rollin: miki near wUucal?. he ubove data on tne 
Logetion of this pover alomt fg. dn apreencnt vith the sketches 
attached to a-previous toport. 
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b. the veport, [| _____, ___]furni shed the firs 
Getouiiou data on tie sige oture, und capacity of 
th2 power phent. 
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1, Location: 


The power plant of SUNGAIT (499°37' B/40°33" N) is located 
about if viles north-northvest of the tube rolling mill, 
which is under construction, about 1.500 feet from the shore 
of the Caspian Sea, ané 18 miles northwest of BAKU. 


ev Pient Installations: 

“be power plant has a 240x90x3G-foot building, a steel and 

corerote structrre with four 25-foot iron smokestacis, and 

a transformer station. The construction work was completed in 

the Summer ef 1946. The installation of the power plant 

sterted a shor time before. The first turbine was put in 

Operacion in Gutober 1947. The powcr plant is exsyipoed with 

four oil turbines and four cenerators. I+ wasfhoum wren the 

atker three turbines were placed in operation, since 25X1X% 

hac no access to the plant after Getober i947. <A cenerator 

trcin was parked on a side track in the southern part of the 

plent area, It was not used after the first turbine was aut 

in operation. the pover glant covers an area of about 450x350 

eet and is sursound3d by m&foot wall. Power transmission 

tines rauiate from tae plant in the followings Girections: 

(ne line running northwest to the airfield (wooden masts) 

ne line running to SUNGAT? (wooden masts) 

awe lines to the tube rolling mils south of the pover plant 
(trellis masts) 

tne Mere line running; east beyond the tas borler o. CULGAT® 
emi via the oil field was under construction (trellis masts). 


3. Cutput: 40,600 kw. 
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ae suhe rollin- Makd near AcuI®. The above Gita on the 
O2tLox a Hs eh ae Coy oder a 4. * 5 , ’ 4 ae e 

tos ee CL She pOWGPr Slant 4. in acreemont vita the sketches 
attached to 2 previous report. se pa 

‘ : 25X1A 
furnished the firs 
UNG capacity of 


25X1A 


be The report, 
aeteciied data on 
tas power plant. 
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1. Locations fhe power piant of gUSTAVT (45.01/41. 34), 
Georgian SSu, is located in the center of the industrial 
area under construction southeast of the town, south. 
west of the main railroad line te BAKU, 


2o Plant installations: 


Be g ons teuet ton of the power plant started in March 
1946, 


ob. One turbine has been in operation gine 4 January 199, 


Co The number of boilers in use (at present two) is to 
be increased to six. Phe foundation of the third bciler 
was being laid. 


25X1X de aa that three more turbines 
are to be added to the one in operation. 


@e Ditches for steam and oil pige lines were being deg 
in the road between the switching station and the 
turbine house. The purpose of this network of pipe 
jJines, which was to have a pump station every 900 feet, 
was not clear. 


f. A water reservoir way also under construction, to 
increase the water supply, which was inadequate for 
the industrial area, 


&. The railroad connection to the power plant was 
being extended (see Annex). 
nat 


3o york force: 150 civilians and 200 PWs,in 1949 working 
in two shifts, 800 Pils employed in 1948, 


4. Output: The one turbine in Operation had a capacity 
of 15,000 kw. 
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25X1A e 
a. The power plant located in the area of tae iron and 
sueel plant of kUSTAVI, whieh is currently being ex- 
panded, has been frequently reported. 25X1X 


consldered especially valuable because 


b. This report is 
is comes fron 

anl was in @ position to 
recent condition of tac plant. he 25X1X% 
intended installation of six boilers presumably corrects 
a previous report according to which tne installation of 
six"turbines" allesedly was intended. [t+ can be assumed 
that tac power plant will eventually have four turbines 
and six boilers. 


ec. “he capacity of tue turbine in operation was mentioned 
for the first tine. It. may be correct. 


d. the coal hoisting device (items 8 through 10 on Annex) 
wus shown differently on a previous sketeh, but the diffe- 
ronee is of no real Laportance, 


LoAnnex: vower Pluut in sUcfAVI, aoorgian Sok. 
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awe, 


A set of transformers . Four oil trans- 


* forners have been set up, others are 


being installed | . . 

Switching station, brick building, 

150x140x30 feet _ | 

Catwalk between turbine house and _ 

switching station —— 

Turbine and boiler house, 150x120x60 

feet, tuff structure 

a. Two horizontal boilers, one for 
coal dust, the other for o41 firing 

b. O11 switch . 

@. One turbins . 

do Four-story administration build 

(under sections a, b and c, on the ground 

ficor of the building, there are four 


_¢oal grinding eee: four water pumps 


for the boiler plant and two blowing | 
engines for coal dust) . 

The building has two sheet metal 

funnels, 160 feet each 

Annex under construction, 90x60 feet 
Same as 4 

Annex under construction, excavation 

and conereting work was under way. The 
Annex is to serve as an expansion of 

the boiler house. 

Coal conveyor belt 

Conveyor station 

Sane as — 

Coal dump with railroad connection 

Brick water cleaning plant, 90x30x30 feet 
Dug-in ofl container, 45 feet long, 

9 fect in diameter, with a temporary oil 
pipe line to the boiler house 

Brick building, 240x90x15 feet 

ao Magazine 

b. Varnishing shop 

c. Electro-repair shop 

Spur track under construction 
Transformer station, brick building, 
60x45x15 feet, with a 36-foot tower 

in the middle . 
Four upright ofl containers, each 10 feet 


high and 12 feet in diameter, filled to 


eapacity 

Brick building, 300x90x15 feet. Building 
materials magazine 

Water reservoir under construction, 
200x125x20 feet, two concrete water 
containers, 90 feet in diameter each 


Approved For Release 2002/08/15 : CIA-RDP83-00415R010900070008-5 


prae eee 
Gages 


cron OpREES, ¥ Sy ner 


¥;i Approved For Release 2002/08/15 : CIARDP83- go4tersi )900070008-5 25X1A 
me an Be ~ Best z .t : 


R “Dower Plant in RUSTAVE, \ N. | 4 
| Georgian SSR. ' “A My : 


eas 2 


s\. 2 ‘ | 
=) : ! 
oe EN . 

ae Legend: See next page 


\ ] 7 
val 

: A / \ ebout 1300 Ff. fo the 

: os } \ “Martin department 


not fo SCe/e 


Approved For Release 2002/08/45 : CIA-RDP83-00415R010900070008-5 3 


ee eat a at es ee ene 


INTELL OEY ed bh SEAT Sno eee 08-5 
CouRTRY . SOvE 2b Ug Or — REPORT NO. 

a ae Opén Bearth Plant 4 in the industrial jrea of NUSTAVI 
c~ _25X1A O5X1A 
siaiiiefis. dea soca PLACE OBTAIKED. se die. 


25X1€ 


cena et A ar YE a: RAE POL REPT RE De NAC IA EL 


DATE OF CONTENT. 


Se a eee ee EN ne 


DATE OBTAINED... erm. DATE PREPARED__14 Tlovember 1949 


EERE 28 helen) ake esate Pal a a fee 8 slg Oi les oe et rine Seed, 


PAGES.__® . -ENCLOSLIRES (wo. @ type). 2 Blueprint 


R ET 1 if ‘ K S TT EEN hc STAR RE EE AOI ADT VENA TURE eg SANE RG RAB RCN CRN SD Mt A sy NLA RCRA a ing SES a AS APRON BD Ts SPRY” tA a> igh PN uP Seah nha A EGRET 
anni een Renn steteeettensntteneme ere eaten eeatinerasetms eadhe sinrncusbunamnumennLnetineni <rammeurniinsinte sensei smn etna meronetecemct si 


CARE SO MELEE we ROLE AY FO AAO A RRECAE NDA ORD ENT TEPC DESMA METRE A BORSA RIBAS Ab a1 Bethe ROL HN NELLA. SU REAL TCERAENAY pas Nah, AL AL Tn Ye GARE NRENNMRItiNMeORL remem, UNE = aR 


| 29X1K 


ea, RAC RC RIO EARLY REN ARIE ERA E MERE BLEED kM SPOON ARC A AR AS EO ROR TAN A OR oN cE, ALLA ih Sg es Ss 


1, Locaiion: The onen hearth plant is in the southern part of 
Clie industriel area of RUSTAVI (459C1°E/41°934'N), Georgian 
SSR, nerth of the two P" camos, 


& Plant Installations. The plant has been under construction 
Eines the summer of 1945 and was scheduled for completion in 
1950, The work was proceeding very slowly, and this target 
Jute will not be met, although work has been speeded up since 
dune 1949, Sreuctural steel “for the construction of workshons 

VAS oroduced in an assembly shop in the industrial area, 
which was erected for this special purpose, The reitiroad 
facilities cf the plant are partially complete, but are still 
being extended (for plant layout see Annex). 


So. Tork Force: 850 Fs and 100 Soviet internees doing construction 
WOLK » 


oe =n 


The renort furnishes details on the prorress of construction 
aii the open hearth plant. This plsnt is a part of the im-~ 
portant iron and steel plant of RUSTAVI. The reported loca- 
tion agrees vith previous reports 


Lygend to Annex: 


1 “orksho, under constructidn, 300x90x45 feet 

Fa “Workshop, framevork completed, 450x120x75 feet, with 
sheet-metal smokestack, 186 feet high, Six onen hearth 
furnaces were veing instalited, “he secoiud floor is pro- 
vided with ore conveyihg fucilities, traverser and rail- 
road spur track 

Ka) “orkshop under construction, 500x90x45 feet, with rail- 
road spur track; a pit, 180x45x45 feet, was excavated 
here, but not concreted 
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& Assembly shop for steel frames, 600x%00x25 feet, also 
repair shop for prime movers : 

5 Brick building, 90x60 feet, under construction 

6 Brick buildine, 45x45x30 feet, under construction 

7 Brick building, 150x60 feet, under construction 

S and 9 Eitehen and messhalls, brick buildings, each 
6Cx20xL5 feet _ 

16 Adainistration, framevork completed, 120x60x%25 feet 

ll Serap dump 

12 lasts for a high voltage pover line, to soon be 
wired 

13 FP" Camn 7181/2 

14 PW Canp 7181/22. 


% Annex: "Martin" “Lant in the Industry Area of “USPAVT 
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Le Locations 


The Khram-Ges Hydro Power Plant is east-southeast of MOLOPOVEA 
(44°07 18/41 33'H), Georgian SSR, west of the Kura River, on a 
canal which comes fron this river. (For location see sketch 
No 1 on annox/, 


2. Pont installations: 

a. 

the construction of the 
power plant was started in 1945 and wat almost ompleted by 
January 1949. The inside of the plant tas still beins platered 
and the surrounding wall being construct-d. Two turbines were 
already in operation. ‘wo additional turbines were installed 
in May 1949. 


b. ‘The steal structure plant building has a flat sheot-netal 
voof and the floor is about six feet above the ground level. 
In the basement are four arched chembers, 12 x 12 feet, spaced 

at equal intervals. They ere open to the lore side of the 
bulldins. These chambers house the bucket vheels of the 
vertically srected turbines The Swedish cenevators are in- 
stalled on the floor above these chambers. They are suppor- 
ted by concrete foundations, € feet hich ana 12 fcat in dia= 
meter Adjacent to the senorator shop are the svitching sta=- 
sions ane stores for materials and spare parts. ‘his part of 
the buildings has three stories. 


c. A power transmission line ied from the nearby insulator 
atation in « northwest direction. The line was uy ported by 
stesl masts and had three cross arms with two wires each. 


d. The canal, about five miles long, with a low degree of 
eradiant, was lesdins through a tunnel, 12 feet high and ¢ feat 
wide. rom the end of the tunnel the water was carricd to 

the power plant by pipe lines. The pipes lay in a 45-foot 

wide conerete cenal. Hach turbine was provided with s sepa- 
ratec pipe lines. (for plant layout sea Annex .; skete No 2. 
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Work k Lorca: 


Se ean ne ee 


No detail . Available on the total number of laborers; 40 Soviets 
anc &: PW worked in th [ 25X1X 


Caraclty: ho deteils available. 


Comment: 


ona ran soon see 


fe Information on the new hydro-electric nower plant nesr 
ODOLOVEA was Lorwarcec with previous raports whe location 


rede with location data of other reports. 


ob. This renpovt is of valve because Lt contains the first 
catalled Infcrnaation on the pow r plant ouildin:. ‘the munber 
of turbines and thus the number of water nipes, is at variance 
with two earlier reports which rocorded only three turbines 
anc pipe lines. whe turbine house apnears larvae enourh for 25X1A 
four turbines. Since the enari ier informtion dates back 
it is possible tuat_the fourth turbine ane@ nine line were 
inatallec later, [dP clart= 25X10. 
Fication. 


Loe ane xs allhéi=GLS Nyéro Power Plant near JOLCTOVKA. 


womemereotee, 


bee ‘nd to Annex : 


SENT meee ne Rare Ea NsiNEC 


L Power plan it with -enc:rator shon and switchin:: station, 
BCD x BO £45 feet, 


i 


Annex with well of a statreagso, 189 x 90 feet 
5 snaulator station, ©40 x 150 feet 

4 Pover transiiiegion line 

3S Force, 90 x SG feet 

GO #cninistraticn 

ae ae 

8 ihpree oll tanks 

9 kbkour nipe lines for water intakes 

LO wveliverr eanal, 240 feet lone 

11 PW Cam, No 7441/8 


2 tuerd house. 
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REFERENCES 25X1C 
Seda ea A eth ee fn 


PAGES...#: ENCLOSURES (NO. & TYP) 2 Binenrints 
us pri ots 
REMARKS 


“2ZERTA 


2 UPR A ee Or Ns, 


1. Location: East of SUMG:IT (: H9ODT*H/4YOO35'N), Azerbaijan SSR, 
am the RR line, part in the vicinity of SOSNIA north of 
SUMSAIT, For Location sq ‘a Annex 1. 


2, Flaat installations: Th¢ following plants are east of SUMCAIT: 
‘\V power pliant, an "Osmu 24 plant producing building materiaia, 
a combined open-he arth ani tune rolling plant, still under 
coustruction, and a chemical plant, Most buildings were 
nonstrusted during the tim of Observation, whereas only three 
small ones existed in 194£, ‘he buildings are steel structures 
wita slag stone and brick lining, Unsupported steel roofs 
sowrred with tarred concrete si’sbs, Floors are of concrete, 
She roads of asphalt, 


or plant-leyout see Annex 2, vketch 1. 
Sor detailed sketch of the Sourdry Shop sea Annex 2, sketch 2, 


5, Wore forces acess 5,000 Pus first_did constructi x _but 
she Humber wus reduced t 1,000, [— 5X1 
any iaPormarhaon on the numb-r of civilians employed, 

4. .roduetion:; ‘‘holesale serits production of screws, nuts, bolts 


und rings, Sturted in 1947; steel wheels, produced since E2ND > 
further production was not suarted. 


25X1A 


a, Report gives information +n the latest stage of the 
development of the industrial saree of SUMGAIT. In view of their 
agreement with previous infortition, the data given by this 
report and the attached sketch are considered approximately 


sorrect. 
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Conpared with ,»revious information, the N-S axis of the 
plants g¢rouped around the tube rolling mill snd of those 
situated north of that mill should be slightly turned in 
clockwise direction, The chemical. plant (Annex 1, Item ko.9) 
is ,resumubly somewhat further to the north between SUNGAIT 
ané SOSNTA. 


b. Evidences is given in this report that the initial stage 
of constructing the combined Martin tube and rolling py lant 
nad not come to an end in April 1949. Valuable inforsetion 
on lsyout and production of thes establishments can be 
furnisned only by future reports. 

2 Annexes: 1.)Industrial Tlants in SUMGAIT. 


ie 88 SY 


Lsgand to Annex 1: 
L, ld village near & sane hill 
2, zlewin send desert 


5, Combined wurtin tube and xolling glant, called “Osmu 2s 
under construction 


h. Waetory, called "Csmu aH producing building material 


for constructing establignmnent No. 
F. Settlement existing as eerly as 1945 
€, New¥constructed seitlemeit. Tne following parts were 


completed by April 1949; 9 apartrent houses vith le to 16 
fiats each, club puildirg, motion. ,icturse theater, kindsre 


gaurten, school, und two adainistretive buildings 


7. PU Camp ho; 7328/1, sevieunderground cantonment buildings 
for 3,000 Ps. 


8, tower ,»plant with oik boating system 


9, Chemical piant 


wo Tats Sestined for the projected 


yor t 


Lh. Airfield 


12. Teo small hangars ard one hneadcuarters building, a 


varking lot with as halt surface in frent 


13, AMrficld barracks, aoout 12 to 15 houses, each 200 feat 


ong, where La~ailiss also jived 

tn, Gasoline station wijacent to the railroad station 

14, hree AAA em, lacerdnts with 5 or 6 guns each, emplucad 
una reedy for ae uion 

-6, Spur of mountains: 


The roaa networs ge envered on the sketeh was completed in 
April 1949 except for lhe asphalt surface. 
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\ 
Lagend to Annsx 23 
(sketoh 1) ic 


A,Uube rolling mill and Bartin plant 
1, «in warenouse, solid twoestory building 


2, Foundry 420x 150 feet, first test custing in April 1949 
for detuils see sketeh 2. 


3, so snall shops, completed but not furnished ox: ecuipped 


4%, “ood pattern shop, .?40 x 90 feet, in operation since 
LOA 


JZasoline station 


mall adtinistration building 


SO 


wechunical workshoy, 300 x 99 feet, in operation since 

19uf 

8. Forge, 240 x 90 feet, in operation Sines sarily in 19:38 

9, Pro jected tube rolling mill; excavation of the founda- 

tion trenches was started in April 1949; in the area 

providea for the volling mill large cuantities of mae 

vhinery are stored which 25X1X% 
yas the complete outfit of a dismantie erman tube 

volling mill. trojected length of the Shog, 2,400 feat. 


10, surtin plant under construsticn, noticeably large steel 
frame a 


ksofjected railroad spur track wi.t loading platform 


B."Osmu 2", factory producing buliding material 
1. Motorcar repair shop 
2. Slagstone factory 


Siall faraZs 


Ws 


x. Snwll line burning plant 


5. Small storage shed 


6. Gonerete factory with 20 heavy mixers 3 exavel pile 
“w)th railroad syur track in front of it 


7. Prefabrication of steel structures 


8. Storage shed for building-cerpenter tools and 
puinter's shop 


9. Building -carpentry 


La. Sacwre Li with four frame saws 
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ll. Three storage sheds for building wateriels 


12. New shop for steel structure assembly, but 2nto 
operation in 1948 


13, Brickyard 


14. Workshop for construction of water pines and steam 
heating systems 
15. New automobile garage for 45 trucks, completed it 19.9 


16. “orkshop for electrical equipment 


oO 


Ev Campy No, 7328/1 


o 


Power ,lant with oi] fusling 


be 


Chemical lant 


Legend to Annex 2 
(sketch 2) 


L, Shop center with divide of Lares eranewe; and conveyer belt 
system 


2, Smell continuous craneway 

4, Tc Large craneways ending at the shop senter 
4. Two conveyer belt systems ending at thi shop 
ua. Generators driving conveyer belts 

5h, Spur track for dispatch purposes 

6. Access railroad track 


i ib jo me i ected 
7 Line of bunkers for storing Supplied earache connec 
| py feeding belts with the tuo conve;er sys ems.» 


-ton furnace with steel fraas, 45 feet hich, and 


8. Large 10 laccording to the 


another two smeller 7,.7-ton furnacis 
Soviet foreman ) 

9, Three Low furnaces, 15 x 1b feat 

10, Switch central 

Ll. Presumably to furnaces 

12, Five cnuesrepetsa Justullations, presurably furnsces 


13. Fitbter*s shop 
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Industrial Plent in SUNCAIT 


NN (Legend: See report) + 
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i. Jocation 


The india rubber plant of YERSVAN (44°30 na /4 40°10'N), Armenian 
3SR, is at the southern town border, east of a railroad trunk 
Line leading to the southwest. 


Be aie Installations 


The plant covers about 1.3 x 0.9 miles ani has two sections, 
the so-called Caoutchove Zavod and a uew installation under 
construction southwest of it. 


A 
a. From the condition of the plant wasaainge [ 
that the plant was constructed during the war. 


to the plant it was in full operation. 25X1X 


b. The two plant sections are connected by a railroad. ‘The 

new southwestern section, surrounded by a wall, is also an 

india rubber plant, The bare structures of most bulldings 

were completed by February 1947. However, the final work was 
pregisessing very slowly since very little construction machinery 

was used, The construction site included a large storage dump 

of dismantied German machinery, still partially packed in boxes. 

not observe a plant-owned power station. «a high tension 
ne suspended from steel masts'*led to the vlant. For location 
and plant installetion see Annex 1% 


3. sork Force 
No details were available on the number of Scviet laborers. ork 
wae dons in three shifts. In the new section under construction 
250 Pis and a small detail of scoviets worked 1.1 one shift. 

4. Preduction 


Rutber, packed in linen sacks and shipped to an inknown 
destination. 
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Legend to annex 1 


A India subber Plant 
1 administration, four or five-story stone structure, 
600x45 feet : 
2 wpare parts store, one-story bullding, 20 x 60 feet 
3 Ssorage of constructicn materials, 240 x 60 feat 
4, Carbide geridie plant with traveling cranes and mills 
5 Four slectric carbide cvens, three of which are in overation 


aii the same time. The upper floor was equipped with tracks 
on which electrically oc:erated lorries were run te charges 
She ovens 


6 ,| Three large lime kilns in a one-story stones structure, 
#50 x 60 feet 


? Tyo loading ramps for coe. and coke, protected by a roof, 
270 x 45 feet 


8 Inclined skin hoist 


9) Boller house, stone structtze, 30 x 60 feet, anproximsately 
four stories, with several brick funnels. The boiler house 
is equinped with one oll-fusled boiler and two boilers with 
traveling grates. they wer: automatically fueled from over~ 
head bunkers, whereto the mterials are shinped by the 


skiphoist 

LO, 

and; Warehouses, stone structures, 300x600 feet, one-story buildings 

li | 

5B hewly constructed section: 

i Pipe line, consisting of fitted iron pipes, 1 foot in dia- 
moter, 6 Yeet undergroung 

2 Bucavation, 450 x 60 x 20 fest 

3 Lxeavation like Lo 2 above, wit: riveted horizontal steam 


poiler, 100 feet long, 25 feet .n AQlameter, resting on light 
sione foundation 


4, Bi Camo Ro 7115/9 
25X1A [__]aia not enter-on sketch severe. additional large build~- 
ines and workshops. ‘there was also a large storage dump of 
dismantled German machinery. [Li CC™~*~“‘$STNCCOC#C#dz‘SONN@:«soosthe «=95x1/A 
workshops was squinped with 15 hydraulic four-cylinder presses, 
eack about 10 feet hich. 


© ‘jo pools with carbide waste, about 1,200 feet long. 
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fe 


L___ [coment 


a. the india rubber plant of YEREVAN existed before the. ware 
A prewar aerial photogriph is forwarded as Annex 2&. 


Be 
the newly constructed scetion (item B on annex 1). From a 
coupsrison with the aerial photegraph it is concluded that 


the clder plant section (item «) 1s also incomplete on 
annex 1} . 


2 Annexes: 1. India Rubber Plant in YEREVAN 


2, serial Photogrim of the: India nubber Plant 
in YEREVA 


25X1A 


“he 
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the plant is southsoutheast of Yerevan (49307S/40°19'N), 
ieenian SOR, eust of the laree railroad line. It is about 
d& Ka from the town eenter. 


. #it installations 


4, The plant installations cover about 24 x 2 km, Construction 
wae Sturted some yaars ago and the plant comp Le ted in early 1948. 
‘Shere is a no smoking, avea in the plant- A railroad connection 
<8 available. For plant layout see Annex. 


o. ‘he Lollowing industrial installetions are in the wicin LL by 
of the plant: 3 cuble plant, a tire plant and a plant pros 


ducing ,lastics, 
20r< Pores and production: 


HO 


asteils available. 


[| Cowen: 


EHS imortant and ussful yart of this reyort is the legende 
22 sunex 1, Vonsicered with other infor ation, these fucts- 
vill be velueble for tha eval uution of the vilant., The indie 
*nD0er plent of Yerevan was un important instullation in 19u7 
anc it 28 assumed that it wes considerably enlarged ané mo-- 
uerilzed after the war. 


od. The Lesend to Annex 1 ulse contains inte esting infornuetion 


on the neighbor plants, i.e. a cable ¢lant, « tire viart, and a 
oletie manufacturing oclant. 


ee 


ILLEGIB 
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layout of the year 1942 can be assurad fc, TRIE 
time, an aerial photogrsegh interpretation 


1 Amin . . Low . 
2&8 Torwaraen uy oy Annex 2, PUSUPe anigauwetlon on any 


buildings constructo’ aftey this data wil be of Special 
interest. ., 


7 


oo A $ ° « f = an see . 
20 JOXSS 2 BY Carbide and’ India Rubber Ficnt in Yerevan. 


io jend to Annex 1s 
india Rubber llant 
i. Administration, 36 x 134 meters 


2 Lispensery, 36 x 13} meters 


Ly 


verchouse, 90 x 27 metere . 


4 Gooling vlant, two buildings 72 x 18 meters with 
“any pipelines, cweasuring clocks indicated a 
temperature of “20° to -309 C, Uninsulated tubes 
were coveréd with a leyer of ice even in sumer. 
The conerete seemed to be corroded by acias and 
eoustantly needed revair. 


Cerbide manufacture, 108 x 18 meters, equiv.ed with 
Six electrical carbide furnaces and six lime kilns 
beside the workshop; only three of each were in 

Op ération at the same ting, 


An 


Hollerhouse, 90 x 45 meters, five stories, coal 
fueled, one smokestack 


CN 


{ Two production shops for india rubber, 0 x 27 and 
90 x 16 meters, off limits to is 


8 Both buildings about 90 x 18 meters, similar to 
KO 4 above, The pipelines of objects Ho 4 and No 8 
lead into the production shops for indis rubber. 

9 alt copurtment, 90 x 18 meters, urasunsably chlorine- 
alkali-electrolysis, ecuip ed with tenks of 27 meters 
diameter, many pum s, yires and boilers. 


'O Ces plant, 72 x 36 meters, production of curbide-=rag= 
eoetvj ang 
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Gable plant, plant area about 270 x 165 reters. Sour 
workshops, euch about 54 x 18 meters ecuipped with 
Gismantled Gernan faachinery from a firm in Ser line 
elssensee, oeveral 100 larga cable rolls fron slemens 
and ARG berlin, were stored in the court yard, The ” 
plant was constructed soon after the War. Lroduetion 


of low volatee cables and telephone wires. 


rae 


-irg fuctory, area about 180 x 135 weters,with one three-= 
story building, about 90 meters square, Constructed in 
2946 and 1947. Iroduetion of tires for motorercles 
sutemobiles and tiucks, . ° 
tlestic plant, area about 450 x 270 maters. Insteulla- 
idons and the railroad connection under construe tion. 
saminis tration, 54 x 18 meters, four workshops vary ing 
tetveen 72 x 36 meters end D4 x LE meters, Foundations 
for three more workshops under coOnstre tion; excava- 
tions 222 x 22k x © matters were dug, oresumably for fue 
tanks, “any machines, 15 to 20 bollers und long pines 


were stored. in the plant BPO. tlent was designated by 
“ovi ets as a bakelite plant. 
iegend to Annex 23 
# India Ruble r tlent 
3 Coal dump 
« Line stone duiep 
Lime kiln 
od. Lime milis 
Fo waduracture of cleetrodes 
f Barrel factory and store 
; “aprehouse 
é Vorkshop For glant racuirenents 
©. Filling station for saceunulators 
1G Tronsformers end -over plant 
12 Carbide prosessing plant 


12 Gerbide furnsece 
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16 Indie Rubber store 

L? Clothing shop 

18 Administration 

19 «=Dispensary 

20 llsent laboratory 

21, Dispateh station for india rubber 
e2 sStorege for construction inaterials 
25 wWowd processing plant 

24 Bolilerhouse 

2) Cosaledressing plant 

26 ianufacture of paints und varnishes 
2¢ kresucably containers for sughuric acids 
26 “anufacture of sulphuric acids 


29 Chlorine-alkalicelectrolysis 


40° Chloropren department (chloropren material similar 


to india rubter, a buthsadin=chloride derivative) 
4320 6Polymerization departnrent 
42 Vanufacture of raw india rubber 
35 Vinal processing of indis rubber 
34 esting of india ruber 
45. Lrasumably cooling plant 
36 Oxyeen production © 
437 Stores with india rubber 
48 Acetylene cleaning plant 
49 Acetylene production 


hO YYenas fer ucetylene pas 


Po 


WE Fuel dump, ,~ossibiy also cruae O11 sun 
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u6 Nitrogen installation | 


blastic fuctory 
Cable i:laent 


Tire factory 


a ww | ww 


Furniture combine 


F idlitary motor vehisie park. 
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1. Location 


me Kirovakan (44°28'6/40°49'N) chemical plent, Armenian 55K, 
ig located southwest of the town, about 105 meters south of 
‘she Leningrad railroad line. 


2, 2laat Layout 


a 


sandstone wall. 


lees ee ee 
a n 


urine the war, was resunc april 1946 and based on new 
corstruction plans. ‘the puildings are constructed of a red~ 
aizh natural sanistone. ‘the numerical designation of the 
Plent is 202. One plant, 305; which was off limits to Pws, 
4g located in the plant area, 4 sister plant with. the desig- 
nation iZ (xemonte .iechanical Zavod) is located 720 mters 
further west. This plant 4s said to be connected with Plant . 
20%, The year 1950 was set as the target date for completion 
of the plant. 


The plant area is about 720 x 450 meters and surrounded by a 


Fou sketch of the plant see annex. 

3. work Porce: 
About 600 Soviets and 600 Ps e aged in building the plant in 
the Spring of 1948. The number thexPWs was reduced to 120 by the 
sunmer of 1948, but 250 Soviet convicts were detailed to the 
nlante 

4. Production 


Profuetion had not yet startea,(___ 


irformation on the type of production. 
25X1A 
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25X1A [L___]_vonnent : 


_ & «a renort on the nirovakan chemical plant was previously 
25X1A fumished that renort dealt primarily 
- with the western "IZ" (aenonte iechanical Zavod) part, which 
-is umier construction.* 


b. He annex agrees with previous ren6rt as to location of 
the two main departments (Plants 202 and 305). There are 


other differences probably because of the fact that[ ——_—«|- «= 25X1X 
25X1X ere era 


Ge Boom comparison of the two available rerorts with an 
aerial photegraph taken before the war (see amnex 2 of nrevious 
repors*), it is see: that both renorts are very incomplete. 
25X1A CT Ta consid erable 
mrt of the piant was still under construction in September 
192. 
2868. 25X1A 


4 Annex: Kirovaken Chemical Plant 
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Plant 208, secured by strict guards and off limits to Fis, 
with: 


a- Chemical department which was being equipped ani fur- 
nished during the time of observation 


yo, Laboratory 


Q 


Lbollerhouse with five boilers, € meters high ani 3 meters 
in diameter, two boilers, 3.6 meters hich and 4.2 meters 
in diameter, one boller, 1.8 neters high end 90 em in 
diameter, one boiler, 2.7 meters high and 1.8 neters in 
diameter, one boiler, 3.6 meters high and 2.7 meters in 
Giameter, one boiler, 4.5 meters hirh and 3 reters in 
diameter, «All the boilers are connected with each otver 
by pipes, ‘ihe whole building is 180 x 72 x 18 -eters. 


a. Untnown ‘ 

© Unknown 

Presumably power plant, 16 x 10) x 9 meters, concreted down 
to a denth of 45 meters, containing several cast concrete 
compartments, «all electric wires are joined there, 


Flant 305, 45 x 22; x 10.8 meters, Off limits, more detailed 
information not available 


Kitenen and ration swtirace, 45 x 225 x 9 meters. administra- 
tion on the fourth floor : 


workshop under construction; its foundation walls, 54 x 18 meters. 


werg@ completed 


ivilding, 27 x 18 neters, under construction 
Hittin: shop for construction of the plant, 54 x 13: x 9 mters, 


iron structure, 45 eters high and about 27 “eters in dia- 
meter, diminishing above and containing a pipe systen., In- 
fcrmation on nurnose not available 


seven steel containers, 16 meters high, 3.6 meters in dige- 
“eter, connected with each other by a gangway and each with 
building ».o0 10 by a separate conduit, The containers rest on 
ccnerete bases, 5 reters high, and are fitted inside with 
Srall clay pipes 


Luildinge, 72 x 9 & 5.4 meters; information on murpose not 
available. «she fitting shop for electrical installations 
was stationed there temporarily, during the time of cbser- 
vation. Conper plates, 53.6 to 4; meters lone and 20 em 
wide, were worked there. ‘They were installed in Plant 2°2, 


Water numping station, under construction; 27 x 13, meters 


Terrain not built up, provided for further buildings: sur- 
veylne was rartially completed and excavating had started 
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sECKa? 25X1A 


Three pipe lines, two 123 em, and one 16) cm thick, which 
presumably lead to the carbide factory, which was under 
construction south of the plant at the time of observation 
Steel ¢irder serving as base for the pipe lines 

branch of the pipe lines, leading to the iZ sister plant 
-uilding for workshops, 72 x 36 x 45 meters, connected with 
Item 1 by a crane trolley. The interior eguipment for 
plant 202 was manufactured there at the time of observation 


track system of the plant was further extended, The access 


roat. is bituminized and in good condition, 
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LENINARAN © 


e  KRO,AKAN 


a eabout/ mile. 


‘Vegends See report 


naa 9 
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arate 


ee 
oats Wee P15) lt Cee CEE IS OER ROME | 


evauuaTion..__[ | praceostanen. 
DATE OBTAINED.[ | are preparep_32 Sareh 1950 


REFERENCES. __. 25X1C 


paces.” ENCLOSURES ENO. & TYPE) Bena 


km: 


an OT 


ARG whi tl RA ESA ARE RN HENNE os Ch NAAR: REPL wit Cons. 
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‘1. Lozation: 


Ths chenical combines is west of Kirovakan (44 age af 40°29? NM), 
Atnenian ssh, south of the railroad line ta Tiflia. 


25X1X 
@. observations: 


ac The following Listed plant parts existed = 
in 1946; he transformer plant, two builidinis of a chemical 
Plant (m6 an@ No 9 on sketch), ea lime plant and the carbide 


factory (197 and 19 on skateh}. ill other buil dinsts were con- 
steucted from the sprin: of 1946 until September 1945, 


b. phe most essential installation, the RM department, was con 
plated with exception of the roof. 


wid 


c, ‘Lhe two manufacturing shops, dedenated Plant 202 and plant 
8o5 ware of snecinl importance within the plant area, 
ro: plant layout see annex. 


De JON forces 


La after completion, the plant will employ 
» 209 Laborerg . 


4, Eroduotions 


[| tnt ay poten. 
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a. The most essential parts of the chenicsl coribine, especiale 
ly departuents No 202, 295 and "2:2" were mentioned by two 
previous reports snd are confirmed. Since this report does not 
contain any detcrils on the plent buildines as to size and typs 
of construction, the data of a previous report are still une 
confirned.* 


be Ad information Stained on the combine sgrses on the ape 
proximate plant layout. sven though only the main buildings are- 
cartied in the various reportr, there is still a considerable 
difference betvecn the newly  bdteined picture end the plant 
Status knoim from a prever » a1 photograph.** 


adG Ltionsl inforiiction is required to clurify the actual Plant 
tayout Including new buildings, constructed durins the last 


years. 
dL uimet Gheulecl Plant in iirovakan 
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Lecenc. to annex 


A Combined chenicsl plants 
1 Goal bunker 

2 Bollerhouse 

3 


armored workshons 


i 


storace psojectec for powder receptacles 
5 water sterilizing plant 

6 Old chenuiesl plant 

7 Line plant 

8 Traasrorucr Diunt 

9 Old chenical plant 

1o Carbide plant 

il autoncebile repair shop 

iz YJater tover 

1? Factory for wiknown purnose 

Pacc® plant, S8xSC meters, to be main phont of the chemic- 
ai combine: 


Plant So 202, four-story buildings, one of the main instal- 
Lations; 


Plant No 35, three-stery building, one of the main instal - 
Lations 


B #our fcod magazines, 5 stories 


ec Yroining tower for paratrooners 
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REMARKS 


cares? | 


1: Tocations 


{/ new lerge manganese buddling plant is under construction 
ebout 4 km TNE of Ciiatura (45°17*E/4y2°17'N), Georgian SSR. 


no 


Plant layout: 


Cons truction work started in 1943 and three lares stares were 
tlovn in a former hill-=side on which the buildings are erected, 
The brickwork of the bucdling shop had bean completed but only 
the foundation pillars of the nelgtiboring building had been 
erected. <All the machinery of the cable ropeway by which the 
yaw material is sup,lied came from the Eleichert company of 
Leipzlg and was supplied as reparation. 


for plant und locytion sketches and side views see Annexes 1 and 2. 


in the side views the buildings are Giusplayed as projected in 
the construction plans. 


25X1A |__| comment 


25X1X 


b. Information on construction projects in the Chiaturi manganese 
ore aréa and the technical organk ation of the ferro-manganese 
bucdling plants is furnished for the first time by this report. 
tresumably the numerous other plants of this line are laid out 
according to tna same scheme. 
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an 


This manganese ore deposit on both sides of the 
Kvirila fiver is one of the most extensive deposits 
of this ty ye in all tie wortd. An aerial photograph 
cf this area, taken bafore the war and suj. plemented 
by a legend, is attached as Annex kh, The Chiaturi 
combine belongs to the "Chiachird™ ore trust, 


b. shotostuts of e Soviet repuration order addressed 

te the tleichert Transportenlagen conpany in Leipzig 

WN 22, 34 Viktore-sdler-Strasse, were received from 

Cne coypPheach photostat 

is anclosed (Annex © and 6). 25X1X 
the ,Lotogra. hs attached as annex 7. These thaostats 

aya a valuable confirmation of the above report and 


z= 


{Amnexes: 4. | . 
2. ) Munfenese buadlire lant in Chiatura. 
“¥. 
aA ) 


€ photos and ° .hotostuts 


mr, 
tt 
Tia Seer? ae Ayaeith 


Legend to Annex 1: 


A Jasdpanese busdling lant 


1 rojected terminal of the cable railway with 
a through e  rojected cable railwxys to be 
ecuip ed with conveyor cuges, laading across 
the Kvirila valley te the bulldtre yards. 


2 Wanganasea buddling plant under construction 
(for deteils see Annex 2) 


Two water basins, euch abont 30 meters in dia 
meter 


SN 


ko Sewmadill 
5 “arehouse 


G Administration building, completed 


Sasombly shop und repair shop for tis constr:etion 
or the »lant 


B Ares with militery post buildings 
GQ “arehouse for civilians 

QD Fores 

E LW Camu ko 7518/4 


# Friage with two concrete pillars over tke avirila 
River. 
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Legend to Annex <: 


ee eT 


Contour of the hill with stages blown cut 


bt 


2 Yerminul of the cuble railway 


3 New so-culled "hill road", 5% meters wide, already 
usable 


Xk tlanpanese buddline stop, brickvork corpleted 

whether the cafes ars to 
7€ unloOudea there or néar the terminal of the cable 
yailway). 


KF seeong building of the building siop. Unly the 
pillars vere erected, 
& ivojected railroad spur track for ship, ing the 


bucdled wanganese ore. iaresumably, the manganese 


ove is to be agum,ec from buliding No © directly into 
the raullroad cars : 


f Chiatura reillroad Line 


8 Kvirile River. 


Lesand to annex 93 


Lr eam 


l Voundavtion walls anc eacavations for the new manganese 
buddling lent 


ho 


“Vorkera’ settlement 
3 So rivulet beds to be bridged over abcut 9O meters 


Way 


kh jrojeeted course of the msngeanese ore railroad 
Ko juime plant 


& Wew edninistration building under construction 


8 Garuge 

G fitter's shop 
16 Ration stor sts 

i es Care So ABs 

hie Three buildings with guards ena olficers billets 
128 wangunese ore sine 
13 Loading; point for manganess ore 


14 Coble railway cn wooden masts for trans, ortation of 
manganese ore 


15 Nevywuterworks undev construction with 
ao kurtmaing station 
b. Four wutcr dasins 
ec. tipslins beins imbedded. 
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1. koeation & 


The chemical Kirevakan (44 °28*B/40°49' N) combine, irmenian ssi, 
is west of the town, south of the Bambak-Chal River and tne Le- 
ninakan railroad line, 


2. Plant Layout : 


The plant consists of the so-called old factory, and the objects 
305 and 202, 


a, The brickwork of object 305 was completed in June 1945, The machine 
had not yet been installed, 


ob, A three-story buildins was erected on both sides of the shop, The 
offices will presumably be installed there, 


¢, Object 202 is surreunded by a special wall, It consists of a large. 
thrse-story building, in tue vicinity of which a tower was constructec 
The Li-meter concrete walls of this allesed water tower, 23 meters 

in dianeter, had been raised up to half-story level by guly 1948, 

S ile horizontal lLargeesize tanks were installed under zround eround 

the object, Gutside the object, another tover , presumably a water 
tover, was erected, A railroad spur track is available, 


3. Work foree.3 


2x18 [__________Jany antornatiton, 
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Produchiion $ 


Prodvetion is limited to the so-called old factory where the wor~ 
kere use protective breathing devices, their hands ani the unrro- 
tected rarts of their faces look black. Type of production unknown, 


, 25X1A a: Conment : 


a. The information obtained from the reports rresontod so far is 
very incomplete, This report is nthing hut a contribution to a 
later evaluation of all the available information on the Kirovatan 
chendecal combine, The confirmation of the rlant berpartnents 305 and 
202, which apparently arc tne rrineipal parts of the factory, is 
considered to be essential. 


b. It is evident from 211 reports ob'ained so far that only ports of 
the combine are in oreration. Hence esse: tial parts of the clant 
vere slrroly constzuected as late as after the end of the war and the 
Cerran aerial phosowraph takes in 1942 no lonzer correctly presents 
the riluant, 

¢, Experts may draw conclusions from the observations of production. 
d. Keports based on latest obscrvations viniel misht furnish infor- 


mation on the completed combine, are lacking and a clear picture 
of the plant could not be obtained, 


fynexz: Chemical Comtine in Kirovakans 


Legend, to Annex. 


1 Carbide factory, so-called ol¢c factory 

2 Fowor plant 

3. Cbject 305, 64 x 27 meters, very thiex walls, brievork completed. 
Jn the shop are conercte bases, about 2 noters high, supporting 


thick steel girders which vresumably will serve a traveling crane, 
EFipes, about 25 em thick and + meter in dinueter, vere fixed to 


the walls, 4 founrestory bnildins containing administration offices 
tas erected on both sides of tie shop. 


Cooling rlant 
Four tanks, 9 to 12 meters nich 
Ii uilding with un'cnovwn designation 


Two water towers, under construction 


coo“ OOM OUP 


Gbject 202, 90 x 55 meters with 


a hbntrance 
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b Transformer room, the room is centrally crossed by a conerete 
shaft, 2.7 meters wide and 3! meters deep, to the walls of which 
fipes of different thickness are fixed, Twonty transformers 
supported by bases, 9 = 2.7 meters, projoct the shaft. 


¢ Foon to the walls. of which pipes of varying thickness are fixed. 
The ceiling 1s covered with copper rl-tes, .03 x .03 netors, 
and many insulators. 


d boom with three iron tants, 1.3 meters in dinneter, which reach 
the roof, 


e hkoom vith tanks welded ef iron rintes, 7.3 meters high and 
éo7 neters in diamster, 


£ Two office rooms. Above the c-room is another room containing 
trunks which resendle a German telerhonic relay, The trunks 
are 1.2 to lt meters high and 2) meters wide and inst-lled in 
& leng row, They are equipped with knobs, cords and drops Like 
telephone switchboards, an electric crane travels through the 
roon., : 


9 Three tanits under constrvetion, attached to object 202, 


10 Six underground tans surroundinz Object 262, The surface of 
each tan: has an onening large enough for a man, 


B Gasoline dump 
o Flour storage 


D Ppl Camp 7515/10. 
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Locetion : 


The new power plant is about 275 meters south of the town border 
cf Crdzhonikidse (44940°8/43900'N), Cheehenc-Ingush Assr., For 
Locetion see Annex, 


cy 


The canal, 3 km long, and the turbine house were completed fn 
February 1945, The canal branenes off from the Yerek River and 
is ebout 10 meters wide and 7 to 10 meters deep with sloping em- 
tankments, Before entcring the pover plant the canal reaches a 
width of 35 meters. The dam, 2) meters wide at the top, has sloping 
walls and has four vide openings with Lock gates throngh which the 
water flow is directed into the ehute pipes. The chute pipes are 
4). meters in diameter, inclining 23 mesers down to the four ver- 
tiesl turbines. & conerete road bridgee, 5): metors wide and 35 metor: 
long, crosses the installation shortly behind the dam. The con- 
ereted power plant area is 135 x 75 meters, The exeavations for 
the plant building were 225 meters deep, The five-story building, 
73 x 35 x 55 metors, is a ferro conercte structure with strong 
reirforcements and has large windows and a flat conerete roof, 
The ground fleor houses the 10 x 10 x 5: meters foundations carryin: 
the turbines(6 meteors in diameter}. The generators and switchboards 
ere installed on the second flv or, the administration offices on 
the third floor, An outlet discharges the water in a_northwestern 
direetion to the Terek River, 

the power plant and 
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- 25X1A 
the road bridge were initiated in Oetober 1943, | 


3. ugrk force : 


Twelve to fifteen hundred Gorman Pils and 506 to 600 Soviet con~ 
viets working on the construction of the nover rlant, 


4, Capacity : 
Ne details availiable, 


Fielo Comment : 

a. the report is valuable confirmation and supplement to other 
information , The attached sketeh gives a graphic picture ef the 
location of the power plant, 

b. The data on the type of eonstruetion of the turbine house fully 
agree with previous information, More credence ean be given to the 


above reported dimensions of the turbine building than to those 
previously recorded, which obviously were too small. 


25X1X 


annex : Hydro Power Plant in Ordzhonikidze, 


Lesend to Annex. . 
L Canal 
2 Dan, 2.4 meters wide at the top 


3 Four chute pipes, 4) meters in diameter, 23 meters inclined 
Length 


Concrete road bridge, 35 meters long, 5 meters wide 


Concrete pover plant area 


oH AN OB 


furbine house, 73 x 35 x 55 meters, five story building with 
flat coneretc roof 


7 Four turbine foundations, each 10 x 10 x & metors 


Qo Ontlet to the Terek River. 
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barracks [| | 


| yy | pot fo scale 
, me mow errs == 


nol to scale 


Legends See report 
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1. Location 


fe Dviri (43°15'E/41°46'N hydro power plant, Georgian SSR, 
4g about 3 km Gownestream from the town of Dyiri, north of 
the Mura River. 


2. Piany iayout 
a. Oonstruction work was started carly in 1946, 


db, ‘The reservoir had a concrete barrage well, 125 meters 
long, 15 meters high and 3.6 meters wide, its surface pro- 
jecting 7.5 meters above water level. The lock had six 
pillars, Two lock gates were closed in August 1949 and 
the other gates were still under construction. 


e, Starting from the reservoir, the water eanal crosses 
tie alehway by a tunnel and passes through open country for 
arout 1.4 km and through another tunnel for about 6 km. 

f42 wana is 10.8 meters wide at the surface and 5.6 reters 
ab tae bottom, It is blasted in rocks and concreted . 


4. The 6 km tunnel was under construction from 1 ifay 1946 
6) May 1948, It was conereted for 2.6 kn from the south 
on 1 August 1949, It is 3.6 meters wide and 3.15 mters 
high. Hurther concreting was delayed because the other 
haif of the projected tunnel crossed very soft rock, A 
pipe line about 1 km long, leads from the tunnel exit to 

a reservoir, from whence three parallel steel tubes, 

10.€ meters long and 2.7 meters in dlaneter, jead to the 
turbine house. another basin was laid out We of the tunnel 
exit to sunpiy water during repairs. This basin was about 
90 % 70 metera. A pipe line to the tunnel exit and the three 
fall tubes were under construction. ‘he depth of water was 
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©. The turdine house was under construction at the end of 
the period covered by report. an area 225 x 45 meters was 
staked out, and the bases were cast on 24 august 1949, ‘Three 
Li-n.ton turbines were stored in the building yard. ‘the 
flywheels were about 3 meters in diameter. Four Canadian 
50—1.t0n transformers, 9 x 3 neters, were also delivered 

4n Ylasears. owiteh cases, tubes and coolers were swedish. 


f, A lg0-m.ton, three-lane conerete bridge crosses the 
canal oi of Dviri. 


g, On the highway running north of the Kura kiver, 4& 
steel structure bridge crosses the river near Dviri. 


h, kor location sketch, see annex 1. 

i. For bridge sketches,se¢ annex 2. 
2,000 sivilians an? 4,400 Pils, working in three shifts, 
Lot knowna 


25X1A — [__] Soument + 


a. nis verort furnishes a good survey of the state of the 
constriction work at the new Dviri power plant, vbich has 

been reported several times. ‘the renort iss considered 
corrects 


25X1A bd. To explain[ ___pehenabic location sketch, an 
aerial photograph, taken before the war of the environs 
of Dviri is attached as annex 3. 
according to all renorts, the new power plant is located 
on the eastern side o” the mountain mass seen near the 
right edge of the picture. ‘ 
2 annexes: 1. Dviri Hydro~power Plant 


2. t. Concrete bridge over the canal 
o. steel-constructed bridge 


3, aerial rhotorraph 
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Lopond to annex 2 
*. Gonerete bridge over Canal 
1 wxocky subsoil . 

&  «butments, span 13.5 meters 
Ha) 


water surface, passage clearance 3.6 meters 


be Steel-structure Lridce 
(Lensth of brides: 45 meters) 
1 «abutments on banks 


2 Pillar in river bed; span from western abutments to 
pillar: 34.5 meters 


S$ supporting steel-structure 


4 “op view, with partitioned-off footways (a) 
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Legend: 4 


Barrage wall vith storage basin 

Water canal . 

Tunnel entrance . « 

Conerete bridge over the water canal 
Steel-constructed bridge over the Kura havi 


Si ln Set Hepavhtereys oe, Ue 
3 se ies eS ee go, 
~~ 


OanIonPWwhr 


; Town of Dviri 
f Tunnel exit 
t Water basin, 300x240 feet 


Small water basin connected vith the 
turbinehouse by three chute pipes j 
Turbinenouse under construction 2 


te 
Oo 
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Sketch No.2 


scorle /-250 


steel-Constructed Bridge | Sketch No 3 


Legend: See report | sca/e /' 500 
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25X1X 


de foce tion 
qhe of] field is 9 to 1¢ km east of the Baku (49°25? n/ag? 
oO? gp} ~ Sullgadt readiiroad line and abouts 1.5 kra south of the 
caspien gea. Its area averages about 1.5 kin. The ofl fielé 
bas spur tracks ont. highway cenneetion. The highwey is still 
under construction), 


&o Installations: 
ie ee oe 


phe Sjest experiuental drillings were made in 1947. There were 

a G@e¢epick and three drilling sites pitches were due towards the 
caspian sea and en ofl pipe line wes laid. 4 twin line seems ta 
be projected . 


, mebile pewer generating unit {Diesels drives the drillings and 
producing fumlenents. 


, bower Srancmission line te the sumeait Power Plant is also 
under construction, 


ao productions 
oe eee 


yO detalled infornation on the volume of production is avaindie. 
abeny ee sume oe Pour S~ton tank trucks were shipped daily} 


ee 


» ",oCkh Porces 
RE EEE tie Neer ee 


Soe 


Continuous shifts. gigze ef work force is not known, An average 
of £0 pys on tho day shift. 


i annex: Oil Fleid Near gumgait, Baku Oblast. 
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eld near Suz ku Oblast 


Legends 


1 O41 field | 

2 Industrial plant under (2) 
‘construction 

3 Industrial plant under 
construction with building 
‘combine 

4 New brickworks 

5 PH camp 

6 

7 


- Power plant 
Chemical plant | 
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1, New of] field near Mishly. 
a, Locations 
Rea. Kishly (Kishlya, about 30 km northeast of Laku ~ 4.0925 1 /45°50 tis), 
Bb. Installaticus: 


ooenias activities were chierved, sbout one hundred 35 to €C m high 


> 
3 
a 
% 


driving derricks are in tne field, ise Lines no fren the production 
an 6 to a darre fueL depot near sisi aly. the depot iag about 150 oil 
tanis and is connected by a iarve oli olpe Line wich tne ofl barbor of 
Baku. 


an Hibi-iibas O41 field, 
a, Locations 
Abat € ki south of Saku 
b. Insteliations: 
f1) 
Qote f 
“ev opeiing activities were also observed in this field. ‘Lhe old field 
on the .eninsula is densely covered with Grilling, sind producing derricks, 
(2) The new under:eter arillinzs are said Lo be success.ul, wuere ure about 
15 to 2 drilling derricks in the water. 
(3) Tae oil field is connected with tne adjoining refineries by pipe lines, 
Grude olle net insediately reees sed are not stored in tanks but in Larze 
covered cement basi (so-ce- lied “Anubaren"). The basins xe 19ure about 40¢ 
x 5CO m and ure connected with tte agin pioe line, 

3. Un to 40 cil trains of SC to see ee exch leave the town daily (cor- 
responding to a totel of about 60,000 tons daily). isese oil Siiipments are 
nrocessed in refineries not in the close surroundinws of the saku oli fields. 


Me ke ei X1A 
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1, Location of small oil field: 


Between Lilo ind Korio, about 15 km northeast of iiflis (42942 N/b4°5 1S), 
Tiflis Oblast. 


Aetivities and isstalsations: 


a 


Tre field wns obviously still being opened altheug.i drillings uad been 
mede since 1945/19i6, 


a, Experiment: drillings were aliecealy aaue LO yeurs ago. sive 

derricks were seen in i¢4c sand 1lé early in 1549. ‘the uorisons being 
drilled are at a depth of about 2,000 m. Yome driiling operations binpugnt in 
gushers., Sour or five gushers wer. last observed, Save of tie drisied 
yells are resealed apzarently because there are stiil too few suipping 

tgd storage facilities. 

b. Several tauks measuring 5x3x3 meters are in the Vicinity of tae Meid. 
Pipe lines were iaid betwen tae field, the tank depot xnu the adjoin- 

jing refinery. 


c. The exgavation work and pipe line construction were not concleted 
4n the last days of the observation period. 
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of the relinery: 


& bey kilometers from the oil fleid. It covers about WG x 500 m 
win spur tracks to 42 & and baku (9965/45 Suvi). @ne conslruc- 
toe. of the refinery stacted in 56 4G, 


. tnt 5 + So ee . pod pena . et Tepe ry 
Sne Gnily capacity is estinated Ab Ku Oo eov bons, ne reline ry 
a“ toe mel we ee pete ay | Aone . oe ars. eos aT oe 
tnstaligiions Serneking insveliationa, ..80.ine Peianiny, 


sayated on tue system of irncetbicmized 
enounts of crade Gia su; : 


an "ne * ee 
Pht OF ade 


corinduc,, bub is 


mobo Sil, 


‘ oa nee ede ee Gh pre! .¥ 
SL pme bs auounlbea bo alve or Sik ama ears Os 
Pine daily outgoln. Sin uaeits pore canpesed oi Lour o 6 
yitn finisned sradvcts. 


OURS OL 


o foe sakhu oreducts abe gasoline, Pebroseuin eld sidgnt 
‘ 4 fz. 


oh Osicue preducts ave feavy old and aasal. ho duoriestine. 


speduced. . 


“iss vefinery there are LOU to LO em, toyeao we vrhing, in onres shiffvs. 
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4. Jocations 


fhe gornyak Plent for mining uachinory 0: about 628 km south= 
woet of the torn center of Lutaisi (42°42: p/ae°1e ny, 
Georgian GoR, and Su of the rdlroad station. 


Ge Plenty wmstallations 


the plont ig an old installation which has been creatiy en- 25X1A 
lspgcd since october 1947. Ihe e menents were not com= 

The pisnt covers 

atout 106x566 meters anc is surrounded by lattice rence, 

gle bulldings are in good condition. The roads to the plant 

are paved. 4 rallroad connection ig available. For plant lay~ 

out see ynnex, 


tre origin of the power was not knowm[ 25X1A 


o- litrk force 


25X1A 


No hundred end tweaty pus doing construction work and 350 ci- 
villen laborers, 


So Production; 


nlectric mining lecomotives, conveyor belts, gear casings. 


25X1A 


cLassiFication — CON? Lda TLL 
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case 


weed te «nnex 
Gornyak Plant 


vain cste und oucrdhouse 


“WO Conerete Watcr tasins, &.4 meters in dinucter 
- 


2.7 meters ubove “wound, depthp s—SsCSY 


‘ . 25X1A 
‘ater tover, iron structure, 22.5 setors hich, with 

water coutsiuer on top, 4.5 ucters his: ond 4,8 

neters in divictur, construeted in 1948/1949, not 

in overction 


Pump stention tor the water container 
seniir shap for plant recuiresients 


ool shoo (No S und 6 together, 13.5x18x45 nebers, 
concrete structure vith wooden roof) 


Assembly shop for electric loconotives -nd conveyor 
belts, 15.5x518x45 neters, steel structuce vith con= 
crete Linins 


Largs outuoor traveling crane 


vechani¢rl ceprrtsent, constructed in 1947, in opera~ 
tion since tiarch 1946, 13.5x18x45 meters, stecl strue~ 
ture with concrete and vood structure roof, processing 
of sinrle parts, 


“orge, 16.52x18x45 meters, with six oil-fueled anneal<~ 
ins furnaces. 


Qe unex vith herdenin: shon, eguinned with vive oile 
Yucied Turneces 


Underground of] tun, size[ 25X1A 


noiler house, constructed in 19494946, 7.5x9x13.5 nex 
ters, with s 


ivebencusl smokestack, 87 meters high, 

x36 
Varehcuse vith locdiny rau, So4xlc .5/icters, Slusstone 
structure, undcr construction 


soundury, constricted in 1946/1947, in overntion since 
1948 


Oe O1d pert with el 

QD. New pert wit Gumltin; Purneces, model 
aking: carnenat OD, Cora unkin. sho. and molding 
shop, 16,5x46x63 “eters, concrete structure with 
steel frene 


hi tins: furnaces 
i 


a 
4 
a 


Nev workshoy under construction, excavations 36x63 me= 
ters,intended purnose not knom 
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16 gail l 
Ll? gleacstone builsin.,, Ox9xee.0 :cber., purjose um.nown 


aes 


18 Undergpound oil tenk, size unknown, supplics oil to the 
foundry 


19 jerap crushing plant 


Mare) Qutdoor assembly of structural parts for workshops and 
roots 


a1 exveen plant 
2 Garacve and fire depertnmt 


aa Gate and guardhouse 


“notalletions of the ghakhto~- jtroy vonstruction firm 


3 ce in gabtc and suardhousge 

a siinistrstion 

Ne gaisaiid 

é. jlagstone plant 

by qonercts plant 

G garoenter shop 

“a Garace and repnir shop 

8 zitting department for siuall structural roof parts and 
construction repnir department 

q concrete structure, 6x18x45 meters, constructed in 


1948/1949, in onerntion since the sumer of 1949, 
thorough overhauling of automobiles. 


1.6 ASDLALt plant 


Spoarsformior Plant, further details sre not availv>le 
Pover troug ission line 

~ire dep crtmnent 

vanbonnent buildinjs, dwellings ot plint employees 
iND .disinistretion of the iv} cap 

4g Besa Go 7518/5 


easoer yard 
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L, Locution; fhe water works are about 5 km south of Bulachauri 
CHROG5 VES 42003} , Georgian SOR, on the eastern bank of the 
Acagva River. 


2 Vlant installations: [_____________}ine constzue~ 25X1X 
contivad after the wat. The project, to indude the canal, 
is scheduled to be completed by 1952. The water system 
consists of drilled and fortified sources and covers a. 1,500x 
1900 meter area. From 198 sources the water is pumped to 
tae collecting ,oints (bunkers). From one bunker to the next, 
tie water is gpuined through larger and iserger pipes and finally 
tirough three main pases (80 centimeters in ciameter) to the 
water mixing chamber, From here the water is directed through 
ai open conereted cennl (cross section 1.50 % 1,20 maters} ta 
S$1ae first tunnel. Tha tunnel is about 500 neters long, blasted 
jato the rock snd ends in an Gpen canal, The second tunnel 
starts some 3% meters from here and ends about three km awey: 
laa gorges. Three pivelines lead the water from here to a 
snall unknown power plant from whare ons pipeline goes to 
erFlis and oma to Rustavi. For layout See Annex, 


5, “ork Lor ce: Several hundred civilian iaborsrs and 150 
former BO membars 

i Forposes The supply of electric power and water were tase two 
re) g ottlenecks during the industrialization of Rustavi and 
re 


iis, in the summer Tiflis is supplied with water for 
only a few hours a day, 


25X1A [| Comment 2 


The new waterworks near Bulachauri are reported for the 
first time, If the statements are correct, the installations 


ave of sssential importance for tha industries in the Tiflis 
a XT 
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ee, 


Vater Vorks in Bulsachauri,. 


Lepane to Annex s 


4 ‘ater bunkers with pipeline system. The bunkers are 
aonerete structures, 2.5 x 


2x 1.5 meters, partially 
undereround ond provided with electric pumps. Tre 
eo pee of , Par ae eee a ae bY. ira - 
water, gs much better than that of the mountain rivers 
Mee vacause the ground hes a layer of pebbles 
anc Sand several meters thick. . 


2 Uhree main-vlpslines. 6O em in diamater 
3 iining chamber, conerete structu 


Jour meters umersround, with si 
thea sides of the cullding 


2a, 10 4 10 x 10 ueters, 
ehtly elavating ground at 


r 
i 


h vower station, two-story brick building with flat roof. 
ncwi,ped with a Diesel engine and a generator, 400 Kws 
aavacity, 12 x 12 meters 


§ lepair she,, brick building, ?O x 12 x 1C meters with 
shed roor 


section 1.5 x 1.2 meters 


% 


6 Open eonereted csnal,. cros 
{ “iret tunnel, HOO ne bers Long 
@ Seen cunal 

S First part of the second tunnel, about three kms long 
{O iouse with unknown , urpose 

il Sonstruction site 


ie golkhose farn. 
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REFERENCES... 25X1C see oe ese cht elon esearate es 
PAGES... ENCLOSURES (NO. Oe ee rere 
REMARKS occ eee aa nein aN ra pia aac nate BS eee a ee he 


sh 
he? 7% 
“at a sa 
AEA ERE TRA: OAS RET “aR CA, EN HS ta vag ee f RPA Sir: BA AeA te SA ALIA ERA IT ER A RSPEI Ne ARI NSIT SEIT A he RE MEATS AS SE, ue 
t eras : 


ue em rUrse.nny RoR ee ATER A FOR SARE SOAP BIRO mn Neem AR wrest SHAUN TREES LE nt Nh EE EPR SIS ARES AISI ORE EO ASA, A TRCN OED 


25K1K 


irs mamelimesny coayanc pesee ei ARIES PNA -ENLSERSI st, AME AROREORIOEAT  N AC ee AAO OCALA NRE AOE RA NECN EOLA OL CREE LE OG TA Ce SAY a Moma an 


L, Kura River vater is directed to the hydro nower plant near Dyiri 
(43°16'8/41°46'N), Georgian SSR, via a canal with a lock about 300 
meters downstream from the railroad bridge near the village or Kvae 
biskevi. 


2, The lowzk has four ferro-concrete pliers which are driven 6 to 3 meters 
deep into the reeky bottom of the river and project about 10 meters 
above “he viater Level, They are about 20 meters apart and ovel~shaped 
at the river side. The largest diameter is about 10 to 15 meters, The 
“wo side piers are permanently connected to_ the rock of the bani, The 
piers carry the reetangular ferro-conerete lockeates which are operate 
by trolleys. The upper part of the lock frame is about 25 to 30 meters 
above water Level. 

For sketeh of the lock see Annex, 


3. The eanal is several kilometers long and leeds through a tunnel, at 
the end of the tunnel the water enters three chute pipes, 4 meters 
in dlaneter and 150 meters long, which take the water down to the thre 
turbines with an inelination of about 45 degree, The water is directed 


bael: to the Kura River fron belov the turbine house, 


25X1X the capacity 


ed this out of 


or each tur : as and consider 


proportion to the size of the plant. 


25x1A [____ |Soument : 


a, “he above information is the first to contain details on the lock 
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25X1A 


and, supplementing nuwnerous rrevious reports, * contributes to compict 
the nicture of the plant, 


be. the capacity is reported for the first time, The enormous extent of 
this project, e.g. the efforts made to construct the canal several ‘ii. 
neters through a mountain, justifv th ubts nas to the lor 
25X1Acapacity. > turbines were 
not installed during the period of observation as only 
the foimdations for the turbines were completed in August 1949, The 
number of turbines and chute pipes corresponds to previous informaticr. 


L Anes + Hydro Power Plant near Dviri, 
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evawuaTion_ | PLACE OBTAINED. eee 
DATE OF CONTENT. 25x10 =e ae 
pare oBTANED.| LTE IPREPARED2@uey 1950 


REFERENCES 2 OKIC 
0 mm wee ENCLOSURES «wo. & TYPE) sc dUCVTADES 


OAT ARCADE A WRB BIER ES Sl OOS ITRS AO i SERRANO EE iPS. Paaeli Reema Renestearon nia os: 


PAGES 


PREMARIN ssi a re 


i. Location: 


fhe sew slu:inun Plant senakir (44°31 /40°L tui), ormenian 
won, Is akeat 7 km fli of sanakir vVillare and ae APankt 
Village, sme 190 neters west of the road to Javan, 


a. ans inscallattions: 


“he Lait covers about lx2 km. with the boginning of th 
coussr ction work and only a fey bulldin-s standing the 
acvea vas already surrounded by a wall lS meters hich. Vhe 
mach. .ery was not Lastalled, but dismantled Germn machines 
(sone Of wlemens make) were available, Standins in the oven. 
sor lant layout see annex il. 


3.  .ock& force: 


‘ployed in construction work: 750 civilian iaoorers, S50 Goze 
wn Pwe, LOC uungarian and iunnnian 2x8, working in two shifts, 


4 crodeetion: 
uct yot started. 


tre rlant covers about 700x1,0C0 neters and is surrounded by 

© wall, 2 meters sich, .iost of the vorkshons under construction 
ara <teel structures resatin: on huce stone foundations. Jallis 
and Internediate spaces are cnclosed Utne sandstone work, the 
stones boins cut by stone saws. ‘vhe root dé have livht wells and 
Are covered with concrete slabs. 


an 


for nlant re 


Veo «G PGP only the small works. ons 


_ CLASSIFICATION © 7 5 T 25X1A 


rumen 
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- . - oo 


teen equinned; the large production workshons vere stisal 
fOr plant lJavout see .nney 2. 


ee Gump with cisnantled Gerrmen mechines and slectric 
2st allations vas in front of the power nlant. whe mrehines 
were nacker In boxes and without ant cover. 


25X1A [coments 


a. althourh the otservations date Lack a lone tine they are 
bransmitted ag ther furnisn the first vostwar details on 
nev constructions on the prenises of the old sanakir slu- 


rrimust idsnt. 

k&. she attacked sketches agree only in the lonre-stretehed 
esstwest building in the center of the paint and the 
alleged nover plant to the east. The riven dinensions 
are consiieratriv at variance, 
scdditionai information is re juired to clarify the actual 
plant lavout, the erisinal buildings and the tynes of 


abructures,. 


& ommexes: .luerrints, Lonakir .luningn /lant near Yerevan. 
Lerend of annex £: 


a oluttinua lant 


L w.OPkShon, L6Cxé5 meters, alleredly rollins mill 
not ej ,uivned 


2 workshon, calie od Poundry, nresumably for clectrolysis 

& w.ullding with fitting, lathe ani plunber’s shons 

4 oro lares coring machines in the onen 

5 wotorago of iron girders 

6 siree small makeshift buildines for construetion start 

7 JOrkshon, called power nlant, not ej juirred, 60x20 meter: 
"rather hieh". wiany electric lines led into this 
tubileinge and “ane suitehtoards “ere being installed 

& wtorass of disaantled machines 

9 assenbly of steel structures 


bo. tam PLLE/1 
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"Legends : 
Ok Aluminia Plant 
>. . Four-storied {nron-consrete butiding, 60x60 meters, still enpty 
2 Assembl czhop: everal hundred meters long, still under construction. 
except é foundation walls, Foundations for electric furnaces 
were built north of the shop. © 
2 at gd workshop, 150x20 meters. Steel structure with glass roof 
rick walls. Built by PWs 
4 Pitting shop, brick building, "30x15 peters. 
2 ize storage sheds, stone structures, 30x15 meters 
‘ age 
. (a Carpentry, brick building, 30x15. neters 
Two-storied dwelling house for officers ang gaurd: detail 
¥> railroad eennection 
“3B ve Camp 7115/1 
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A a lek ala mre aD mL ys 


PRES lis i a a ee te lets 


NAR AYRE A a PRN ERT TD OE 


SOTERA PRESS AINE ERIC AMOR LADNER MET A A RSLs NAO AR CIC A RI OLA RO ARADO RAL SEE A Sh TOR  AP  AF 


{ 


Se PENA UROERIRN: SARC S OR INRA ORISA AS BO) BRIE MAP AOE EOS A, NGA ONE EEE Nl NEN la ha MR ALO AM AOA RA SE CU MS: AA 


= AN AUER MARR A NETL ay MTA AAP En NEO hm i. ch ACE AR NUE PE I ME RES PP 


sa NUS re. 


2 MONE AIO AI EAN NAITO STATA REP COR 


1. oestion : 


On the border of a village with about eight houses, 15 km northeast 
ef Sukhund (4100218 /43°00!1) Georzian SSR, 


i 
- 


25X1X 


e construction of the power plant started in 194! under the _Super~ 
vision of Sviedish and German PW engineers, All machines eame from the 
svecish firm Aska. Operation started on 1 October 1949, The water came 
Wir. an. incline of 300 meters, from a mountain lake and was supplied 

threugh a pipe line, 


3. ork force : 


Abort OO Pls working on the construction of the power plant. 


4, Capecity : 


The. number of turbines was not reported. Bach turbine had a capacity 
of £,000 kws. 


25xX1A |__| comment, : 


Althougzn it contains only poor details on location and construction 
of the piant the information is foruorded as it was supplie 


25X1X 
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the plant near Sukhumi may be the plant near Tsebelda aecordine to 
the rerorted distance betveen the plant and Sulchumi since Tsebelda 
is abcut 15 km ENE of Sukhumi, & shipment of turbines for a nev 
aoe plant near Tsebelda was prepared in Tuanse in the Jnring 


hydro 


25X1A 
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RAL RE RRR IETI DW RE OE REPRESS HEPAT D0 ONE OREN AT EY INTE RET SAI IER A SOLE LEI I TSN OOO ISN ETE SEAN PEE SNES YET TNT OF TOTES AE SEAT PTR ENT: I, 


the aude sup LemneEnes previous are ae * — tune construction project 


L. The project started in the Summer of 1947 with tae construction of detour 
caval I for he dsuva Hiver. Tois 500-meter Lons aii-concrete cana. is <0 to 
25 meters deen, has vertical borders, a < weters thick ayer o. avaviiy 
reinfcreed coucrete an tne botton and lerro-concrete -artitions ana several 
"Oraren teeth" with é-neter niga orenkwaters. Js tae construction sa.d 
croceeced far efouv., 4 diversion of the iura into this canal was soon ex ec~ 
ted. ihe section os tue dam to be constructed is warked in tue canal course 


hb four concrete pipes, each € to 12 .eters in diameters, 60 to 0 ueters 
lon.;, and covered witn earth. 


2, The power plant will be constructed on tue anost co. retedfana, Il, whicn 
briunches off fron canal I and meets it ag: in alter a semi-circular course of 
about L km Length. in this ssace canal LI] is aaIf as wide sscanal I, whic: 
enters the aura alter - suort distance. Tne bottom of canal IL is covered 
willl a layer of 3 to 4 weters concrete, reinforced with iron rads or 50 mn 
dismeter, 


Leo 


sayth frou excavitions was shipped into tie wura, It vas trougat, srow pre 
parations, taab the ny bese vill be about <v0 neters ..ide. 

believed that the dram will wave a ieng = of 1,200 meters and a aneight «i 7) 
meters. “Tae construction project was suoolicd with power oy a oowsL LA 
(selid brick structure, 30 x 45 ~ <5 meters ) wnlen started operation in 

ISLE witn two Jserican turbines, total cacavity 5,000 kws.  Founuations Jor 
tee asditional turbines have becn constructed, The boile:s were fucsed vith 
magul, for location see Annex. 


s) 
3 
+ 

at 


Lh, -»ork foree: 10,000 civilian laborers, 3,000 Soviel convicts anc 2,500 Geruan 
Ulc, ihe eivibiecns Lived in the plant settleset 2nd it was p.amieu Lo uave 
tac Soviet convicts later settle down in tnis area and .ut then to work in 


the industrial riants. 
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a. ten devsils on the eensiruction project near fin echaur are given 


in tiie repory. 10 <.é° assuced from ell veports tas coasuruction is 
dust, bezinnin.. , 


b.. The attached sxetehn is of value os it coufinus vrevious informatiun., * 


¢. ho Information uis been received on tue extent of voe projected indus. 
trisd instalLiations bo so susplics wltu sower by bie ne wat. diis 
possible tuat tae unberers lor 


LApnox: sketes. 
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Location of srajetted dam 
Detour cana T 

Detour canal If 

irojected suwaer piant 
asviebt labor camp 

a) Cenetery 

Soviet officers cany 

FY camo he hans 

PY camp uo 7h44/3 

GonereLe paani, Laprovised viooden buildin,. Anerican .acninery 
Sor a secund projected concrete piant, to be constructed in 
early i050, uss arrived, 

Fower plant vita Lio “cericesn turbines, total canseity 5,000 kw 
Jotelhercical factory vith one workshop, 40 x 50 meters and Your 
ot five suntler worksuons. Froduction or Lrod fatlin.s for 
ferre-cancrete structures. 


Gryven plant, in operation sinee wate Lohe 


sutowdlie Dara and worxshops, 
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